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Zt>e Voice ot ObtlB maa 

I cannot put the presence by, of Him, the 

crucified, 
Who moves men's spirit with His love aa 

doth the moon the tide; 
Again I see the life He lived, the godlike 

death He died. 

Again I see upon the cross the great soul- 
battle fought, 

Into the texture of the world the tale of 
which is wrought, 

Until it hath become the woof of human 
, need and thought— 

And, joining with the cadenced bells that 

all the morning fill , 
His cry of agony doth yet my inmost being 

thrill, 
Like some fresh grief from yesterday thnt 

tears the heart-strings still. 

I cannot put His presence by, I meet Him 

everywhere; 
I meet him in the country town, the busy 

market square. 
The mansion and the tenement attest His 

presence there. 

Upon the funneled ships at sea He sets his 

shining feet; 
The distant ends of empire not in vain His 

name repeat — 
And, like the presence of a rose, He makes 

the whole world sweet. 

He comes to break the barriers down , 
raised up by barren creeds ; 

AboYs the globe, from aoue to zone, like 
sunlight He proceeds. 

Re .nines to give the world's starved 
heart the perfect love it needs — 

The Christ, whose friends have played Him 
false, whom dogmas have belieil, 

Still speaking to the hearts of men, tho' 
shamed and crucified, 

The Master of ccuturics Who will not be 
denied !— Harry Kevip. 



ttbe first abrlatmae 



Suddenly 



The kahn at Bethlehem, before 
which Joseph and his wife stopped, 
was a good specimen of its class, 
being neither very primitive nor 
very princely. The building was 
purely Oriental ; that is to say, a 
quadrangular block of rough stones, 
one story high, flat-roofed, external- 
ly unbroken by a window, and 
with but one prncipal entrance. 
A fence of flat rocks, beginning at Hie 
north-eastern corner of the pile, ex- 
tended many yards down the slope 
to a point from whence it swept 
westwardly to a limestone bluff ; 
making what was in the highest <le 
gree essential to a respectable kahn — 
a safe enclosure for animals. 

In a village like Bethlehem, as 
there was but one sheik, there could 
not well be more than one kahn; 
and though born in the place, the 
Nazarene, from long residence 
elsewhere, had no claim to hospi- 
tality in the town. So before lie 
drew nigh the great house, the fear 
that he might not find accommoda- 
tions in the kahn become a painful 
anxiety. And when he came close 
by, his alarm was not allayed by 
the discovery of a crowd investigat- 
ing the door of the establishment, 
while the enclosure adjourning, broad 
was, seemed already full. 

" We cannot reach the door," 
Joseph said in his slow way. ' ' Let 
speak to the gate-keeper myself. 
I will return quickly." 

The keeper sat on a great cedar 
block outside the gate. Against the 
wall behind him leaned a javelin. 

Joseph's appeal was not without 
effect. The keeper of the gate slid 
down from the cedar blocks, laying 
his hand upon his beard, said re- 
spectfully, ' Rabbi, I cannot tell you 
when this door first opened in wel- 
come to the traveler, but it wasniore 
than a thousand years ago; and in 
ill that time there is no known in 
Itanct of a good man turned away, 
i- when there was no room to i est 
him in. If it has been so with tin 
r, just cause must the steward 
have who says no to one of the line 
of David. Hut there is not a lodging- 
place left in the hou 

Still Joseph persisted. "The 
< out! is large," lie said. 

"Yes, btit it is heaped with .-mi 
s — with bales of silk, and po. 

v kind." 
h studied the ground, 
saying half to himself, ": 

ing. If I make her bed on the 
lull, the ftosts will kill her." 

This.t iine t lie keeper's eyes sought 



the ground in thought 
he raised his head. 

"If I cannot make room 
you," he said, " If I cannot turn 
you away, Rabbi, I will do the best 
I can for you. You shall not. lie out 
on the ridge. Bring your people 
and hasten ; for when the sun goes 
down behind the mountain. 
know the night comes quick!* 
it is nearly there now." 

" I give you the blessing of the 
houseless traveler; that of the so 
journer will follow." So savin 
Na/.arene went hack joyfully to 
Mary. 

The steward took the leading 
from Joseph and said to M 
" Peace to you, t) daughter <>f 
David!" Then to Joseph, , Rabbi, 
follow me." 

They were conducted into a wide 
passage paved with stone, from 
which thev entered the court of the 
khan. " We are going to the 
cave," said Joseph laconically. 

The house before the c.ivi was low 
and narrow, projecting but a 
from the rock to which it was joined 
at the real , and wholly without a 
window. Initsl.lank front there was 
a door, swung on enormous hinges 
and thickly daubed with ocherpUS 
clay. Upon the opening of tin 
the light streamed a uneven 

floor, falling upon piles of grain and 
fodder, and earthenware ami house 

hold property, occupying the oentei 

of the chamber. Along tin- sides 
were mangers, low enough Eoi sheep, 
and built of stones laid in cement. 
There were no stalls or partitions of 
any kind. The place was cli 
and, to appearance, as comfortable 
as any of the arched lewans of the 
kahn proper, 

"Come in !" said the guide. 
" These piles upon the fiOOl 
travelers like yourselves. i 
them what you need." 

A mile and a half, it mav be two 
miles, southeast of Bethlehem, t: 
is a plain sepaiatcd from the town 
by an intervening swell from the 
mountain. Besides being well 
sheltered from the north winds, the 
was covered with a uiowth of 
sycamore, dwarf oak, and pine t> 

The days of these oeent 
number of shepherds, seeking fresh 
walks for their sheep, led them up 
to the plain ; and from early mom 
ing the groves had been ringing 
with the calls and the blows ol 
the bleating of the sheep and 
and the tinkling of bells. By night, 
fall the shcpheids had everything 
safe in the field ; then thev kindled a 
fire down by their gal 
the humble supper, and aal down to 
rest and talk, leaving one on « 
The niRht was clear, Cris] 
sparkling with stars. There was no 
wind. The almosphep nevei 

so pure, ami the stillness was mote 
than silence; it was a holv bush, a 
warning that In ©ping 

low to %\ 

the listening earth. 
By I h|s mantle 

the watchman walked; at times 
he stopped attracted by a sin among 
the sli Is oi i>v a jackal's 

cry off on the mount The 

midnight was slow coming to him: 
but at last it came. His ta 
done. He moved toward tl. 
but paused; a light was bu 
around him and white, like 

the moon's. He looked up; 

the light was dl 
ping as from a window in the 

a splendor; 

then in great terror he cried out, 
" Awake ' Awake !" 
The men clambered to then 

us in hand. Suddenly the 
light became intojkrablji bright 

. d theii eyes and .hopped 
on t lum knees; then a voii e said to 

them, " And thev I 

,i not . foi behold, 1 bung 
you good tidings ol joy, which shall 
be to all i 

The vol 

lore than human, and lov 

clear, penetrated all tbeii bein 

Idled them with assuiaue.. They 
upon then 1 id looking 

hiptuiiv, beheld m i 

a gnat fflOfJ the app 

intensely \\i 
its hand '"' them 

in blessing 
divinely beautiful. 

01 unto mil IS bum tli 
the (] D Sax mill , Which 

d. And tins shall 
u unto yon dl find | 



the babe wrapped in swaddling 
clothes, lying in a manger." 

Suddenly there was the coming 
oing of radiant forms, and 
of a multitude chanting 
in unison, "Glory to God in the 
highest, and on earth peace, good- 
will toward nn 

I,ong after they were gone, down 
from the sky fell the refrain in mea- 
sure mellowed by distance, "Glory 
to God in the highest, and on earth 
od will toward men." 
When the shepherds came fully 
to their senses, thev stared stupidly 
h other until one of them cried: 
There is but one place in Bethlehem 
where theie are mangers : but one, 
and that is in the cave near the old 
khan. Brethcn, let its go and see 
this thing which has come to pass." 
Around the mountain and through 
iwn thev passed, and came to 
the gate of the khan. They went 
ourtyard without no- 
The door of the cavern was 
open. A lantern was burning within 
and thev entered unceremoniously. 
Tluv were led to one of the man- 
and there the child was. The 
1. mteiti was brought and the shep- 
herds stood bv, mute. The little one 
n; it was as.others just 

born. 

' ' Where is the mother ?' ' asked the 

watchman. 

One of the women took the baby 
and went to Mary, lving near, and 
put it in her arms. Then the by- 
standers collected about the two. 

" It is the Chi ist!" said a shep- 

i ist. 
" The Christ 1 '' thev all repeated, 
falling upon their knees in worship. 

( bu of them repeated several times 

"It is the Lord, and his 
Is above the earth and heaven." 
1 the simple men never doubt- 
ing, kissed the hem of the mother's 
i ml with joyful faces departed. 

in the khan, to all the people aroused 

and pressing about them, thev told 
their stbrj : and through the town 
and all the wav back thev chant- 
ed the refrain of the angels, "Glory 
to God in the highest, and on earth 
oOd will toward men." — 
Adapted fr&m the Story \ Ben Ihu ; a 
ist. 



"for all 
to harm 
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Every one knows the custom of 
kissing under the mistletoe. But do 
now how this custom began? 
It is a Story that goes back many 
thousands of when, in the 

'din and Thor and 
Baldur and other Gods Walked and 
talked with men. 

Baldur, who was the sonofOdir 

the golden-haired 

god of sunshine, and he was gteatly 

beloved by all beings except one. 

was i.oki, the God of Wre. 

I.oki hated Baldur verv much, 

me forth in 

springtime with his sunshine and 

w; ninth, people desel led I.oki's tires, 
\ould not return until Baldur 
hi the autumn. 

Baldur and his 

Witina, the tlower, lived very 

bappily together, loving each other 

and heeding not the jealousy of 

But as time went on Baldnr 

had ! una of misfortune and 

i often 
, in dist went to see his 

mother. 

When b'ligga learned that her be- 
loved in dangei . she sent 
ir throughout 
king of everything a 
it it would do Baldur no 
11 promised willinglv, foi 
did not every one love the god of 
and warm sunshine ? All but 
mt, the mistletoe. It refused 

i it lived in the gloomy 
of the I Bnt 

what hat in could the mist let.- 

Lid not i nd was all 

nling son w 
liaun. 

Nov ithland I 

knew Baldui was sale from any 
i whatever, they often found 

i target 

theii battti are, and 

nth. they 

in this way, making 
the earth ring with merriment, i 

r< w loud' 
in who 9 the 

much l.uight 

" li 

on." 
"Tli do it." returned 



Frigga, smiling to herself, 
things have promised not 
him." 

' ' All ?' ' exclaimed the old woman, 
"Everything?" 

" Well, all but the mistletoe, but 
it is so weak it could do no harm," 
said Frigga. 

The old woman was Loki in dis- 
guise. 

The God of fire hastened away. 
He went to the mistletoe growing in 
the soil of the oak outside the gates 
of Valhalla, where lived the souls of 
Northland heroes. He broke off a 
bit of it and by magic art changed it 
into a very sharp arrow. Then he 
hastened back to the place where the 
Gods were playing and went up *o 
Holdur, Baldur's blind brother, who 
was leaping against the trunk of a 
tree. 

' ' Why are you not playing, 
Holdur?" asked he. 

' ' How can I ?' ' came the answer 
"I am blind." 

"I'll show you how," said Loki. 
"Stand where I place you and throw 
this arrow with all your might." 

Then Loki called up all his magic 
and Holdur threw the piece of hard t 
sharpened mistletoe. It struck Bal- 
dur in the heart and the God of sun- 
shine and warmth fell dead. 

Great was the grief of the North- 
land Gods. Nanna broke her heart 
by the side of her dead husband. 
The bodies of both were placed in 
Baldur's warship, "The Ringhorn." 
Then the ship was set on fire and 
floated out to sea, a great flame of 
fire on the waters. 

The Gods resolved that something 
must be done in justice, and hoping 
to comfort the great sorrow of Frigga 
they gave the mistletoe into her care 
and keeping. Instead of harming it, 
she wept bitterly over it and treated 
it most tenderly and lovingly, for she 
knew it was not to blame. And so 
to-day, the mistletoe is the sign of 
love and tenderness. 

But the Northland Gods decreed 
that it should stand for these things 
only so long as it did not touch the 
earth. For this reason the sorrow- 
ing mistletoe left the ground and is 
never seen growing save high on the I mostly 
oak tree, and we hang it up on the gun 
wall or suspend it under something 
in the room. 

And so the custom arose for ene- 
mies to become friends under the 
mistletoe, and for lovers to pledge 
their love beneath it, and for others 
to meet there as a token of warm 
friendship. 

Some say it is the very oldest of 
Christmas customs — the kiss of ten- 
derness and love under the mistletoe 
bough. — Selected. 



ANOTHER LETTER FROH CALIFORNIA. 



THE CINEMA INDUSTRY TAKHS OP 
THE SIGN LANGUAGE. 

By Albert V. Rallin. 

Nothing has happened to change 
my sentiments toward California. 
On the contrary, my affection for 
I,os Angeles and Hollywood grew 
apace as time rolled on. 

The description of my first experi- 
ences, as given in the Journal, had 
turned the heads of several others, 
and made them come here — without 
regrets. One instance is that of our 
old friends, Charlie McMannand his 
buxom spouse. They verified my 
estimate by deciding to remain here 
permanently. Charlie joined the 
horde of deaf owners of automobiles, 
by investing in a spiffy new Bnick 
limousine ; and he is running it 
himself. 

At one time I was riding in it 
with him at the wheel, his eyes 
bulging and heart throbbing violent- 
ly enougn to provide the power 
instead of gas; so frightened he was 
at first. He stepped on the gas, 
and then on the brakes with sudden 
alternations, making me lurch for- 
ward against him and fall back on 
the soft cushion provided by his 
better half. He is the boss of his 
car by this time, and you can trust 
to his skill to give you a comfortable 
ride. 

There are quite some characters 
among the deaf here, and I would 
love to tell about them; but for the 
present, I shall mention only one, 
Mr. Saxon Gilmore. One at a time. 
In some respects, he is quite ex- 
traordinary ; so different from other 
deaf people. Essentially, he is an out- 
door man. He stays inside his 
magnificent masion only when he 
cannot help himself— a reluctant 
concession to the needs of his large 
family. It is his usual custom to 
take them all, packed tight in his 
big Packard, hiking thousands of 
miles all around the country, living 
under tents on the bare wastes of 
the desert or under trees, subsisting 
on the fruits of his rod and 



his gunny sack to the brim 
mac!. irracuda, she 

some of which 

ten pounds each. 

my return home, 1 

fish increased to 

His eyes twinkled merrily, 

told him of the miraculous 



filled 

with 

heads, bonita, 

weighed fn 
Also bass. On 
found my six 
fifteen, 
when I 



In an unguarded moment , 1 asked 
him if he would take me out fish- 
ing with him on the Pacific. He 
nodded at once, selecting the next 
day for the adventure, promising to 
call for me at six in the mornjng. 
Hekept his word with nicer prompti 
tude to time than regard for my 
lazy comfort. He burst into my 
room at exactly the appointed time, 
pulled me out of my warm bed, put 
me in my clothes, and carried 
me bodily to his waiting car, in a 
shorter time than it takes me to put 
this incident into words. His sweet, 
quiet wife, their sixteen-year-old 
boy, daughter, Clara, of fourteen, 
another boy of twelve, and a girl 
neighbor, all in their bathing suits, 
were squatting pell-mell amidst a 
medley of lunch boxes, robes, fishing 
tackle and what-nots. Right into 
the middle I was thrown in with 
little ceremony; and before I could 
settle down, Saxon was alreatb 
ping on, lurching forward his 
careening it on two side wheels 
sharply around the next corner. 

With an uncanny instinct, he 
scents cops miles ahead ; and he 
has not been jailed yet. I felt as 
J though I were in a big dice ! 



DIOCESE OF MARYLAND. 

R«v. O. J. WmuHH, Central Missionary, 
60S Wilson Avenue, Roland Pa*, Bal- 
timore, Md. 

Baltimore— Grace Mission, Grace and St. 
Peter's Church, Park Ave., and Monu- 
ment St. 

SttVKSS. 

First Sunday, Holy Communion and Ser- 
mon, 3:15 ».u. 

Second Sunday, Evening Prayer and Ad- 
dress, 3:15 p.m. 

Third Sunday, Evening Prayer and Ser- 
mon, 3:15 P.M. 

Fourth Sunday, Litany, or Ante-Com- 
munion and Sermon, 3 :15 P.M. 

Kifth Sunday, Ante-Communion and 
Catechism, 3:15 r.t£. 

Bible Class Meetings, every Sunday ex- 
cept the First, 4:30 p.m. 

Guild and other MeeUngs, every Friday, 

Church, Second Sunday, 11 a.m 



town— St. Thomas' Mission, St. 
John's Church, Second Sunday, 8 p.m. 
Cumberland— St- Timothy's Mission, Em- 
manuel Church, Second Monday, S p.m. 
Other Places by Appointments. 



PROTESTANT-EPISCOPAL MISSIONS. 

Dioceses of Washington, and the State* of 
nia and West Virginia. Rev. 
Henry J. Pulver, General Missionary, 
Caton Avenue, Alexandria, Va. 

v;ton, D. C— St. John's Parish 
Hall, lMh and H Streets, N. W. Ser- 
evcry Sunday, 11:15 A.M. Holy 
nunion, First Sunday of each 
month. 
Richmond, Va.— St. Andrew's Church, 
Ijiurel and Beverley Streets. Service 
Second Sunday, 8 p.m. Bible Class, 
other Sundays, It a.m. 
Norfolk, Va,— St. Luke's Church, C.raby 
and Bute Streets. Services, Second 
Sunday, 10:30 a.m. 
Wheeling, W. Va— St. Elizabeth's Silent 
Mission, St. Matthew's Church. Ser- 
vlots every Sunday, at 3:30 rji. 

s by Appointment: — Virginia: 
hburg. Roanoke, Newport News, 
Staunton, West Virginia: Parkers- 
burg, Huntington, Charleston, Clarks- 
burg, Fairmont and Romney. 



against other ivory cubes. With a 
sudden jerk, the car stopped dumb 
still. It was some time before we 
could disentangle ourselves from 
each other and step outside. The 
family is accustomed to this mode 

• vol, and takes such com- 
matter of every 
routine. Nobody worrh 
began running since i 

twenty-five years — and without a 
single serious accident. I found 

elf standing on a dock and | 
ing over the broad wean. W 
are we, I asked. Why, at Santa 
Monica. About twenty miles from 
Los Angeles ! I had no time to 
count time. It felt like a twinkling 
of the left home. 

Saxon and I boarded a fishing b 
while the rest of the family re- 
mained on the beach, to disport 
then until our return. Wc 

hauled in all sorts of fish, of all 
kinds and sizes — or rather, it was 
Saxon who did most of the fishing, 
to nn 'her word for 

: caught just six, while he 



increase. The slj old roo 

He is hard of hearing and this 
helps him much in reading the 
lips; and so well that be can pa 
a hearing person — almost. 11 
Mrs. Alice Terry were alwa 
loggerheads on the education of the 
He is a strong pro-oralist, 
while she is a strenuous combined 
adherent. I think I h. 
in making them come half wav, b\ 
agreeing to my theory that the 
whole problem can be easily si 
by making the whole world of the 
hearing people learn and use the 
sign language. On this point I 
spent quit a few months of hard 
work in writing a book 
the title. "The Deaf-Mute 
Howls." 

This title gave occasion to some 
erroneous suppositions among some 
of the deaf here, that I am making 
fun of their class ; and 1 hasten to 
assure all that I would much 
have my hand wither than pen a 
single word in derision of the 
to which I belong myself. 1 shall 
he believed thoroughly, wbj 

id. But I shall not change 
the title ; because it is, in my 
opinion, too apt to be improved up- 
on. The deaf have plent\ 
antes tb howl over, and they must 
howl hard and without cease to be 
and listened to. In writing 
this, book, I am en 
up not onlv the sores. In; 
convince all of the absolute 
of the remedy, which. 1 propose. 
I hope that the book will be publish- 
on, and that its circulation will 
lc enough to bring about the 
I d results. I am now 
interest the powerful Cinema 
dustry in this matter, for it will be 

for its own good than tin 
themselves that the sign Ian 
should become universal. 

With this last id 
thoroughly, I have been haunting 
the motion picture studios, trying 
to enlist the help an 

From their leading' spirits. I 

wanted to teach the manual alpha 

bet and sign li of the 

to demonstrate the ridiculous 

ease with which they can be learned. 

torts in this direction 
ing with various vicissitude 
successes so far, and I shall 
one experien 

; certain Stud 
less now, I encountered some diffi- 
culty in getting in alt. The 
head of the Publicity Department 

at first a 
suddenly dia -omcthing 

wrong about the shape nose. 

entirely personal and not to his lik 
ing. Thereupon he refused admis- 
sion to me on the lot, under an; 
text what' 

•mv Go: 
icatures. I hai 
seen him smile from one J 
another. To avoid complications, 
I avoided that studio 
months, until I was certain 

ral people I wa tinted with re- 

turned there. One of them is John 

and rent lis promise to 1 

me paint pictures of hii 

this tint- 
him my difficulties in < nside, 

and begged him to assume 

me. 1 promised ti 
kidna 
ueline 1 

few such innocent tti', 1 , 
i and pi 
that moment 1 1 

that Ma\ ' 

to the 

Atv Ins ine d 

in spite of all the Gloom 

the world. And I did tm To 

mv infinite relief, - : 
me perf< 

This tir 
entitled 

Chnrlesbv 

;. the 



director waved his signal for the 

ling. Theii >• turned on 

blinding! ing, and the cameras 

Mav was piroi;. 
ting gracefully, her nimble little i 
rhythmically, her hands I 
and fallii d. nodding, 

inking, her 1. 
smil in the same old 

5 with which you were alw 
thrilled in other pictures. When ■ 
On the silver sin 
you will swear that she had been a 
professional dancer all her life befoi 
and never believe th learned 

that dtmce in only half an hour. 

She commands a big salary; but, 
like a true artist, she is independent 
igh to spurn am part, if it 
should not suit her fastidious 
She generally gets what she wants, 
for she is worth her weight in gold 
— in diamonds, I should say — for it 
would be unjust to her to weigh her 
light sin 
irepartin umal 

.dpi d her if she 

would learn it, and also tl 

me. She assen 
with alacrity, and a hearty, sincere 
handsha* 

I proposed ae things 

inber of other motion picture 
lie; and they all responded with 

out hesi hat it would be 

dl the world to 
ti the deaf's Ian. 
wonderful world it will be if this 

(pen ? Utopian 3 \\ 
that rem 

r V, Hai.i IN. 



I'rinting In America 



by 



the 



rst intn 

The first known typographer w 
John Crom; who in 1540 

r of books in 
[exico. 
Tin Ann.! 

extant is said to be the Manual de 
I, but only the 
his 
found and are in I 
libr 

In English America, or the u 
which is now the Uni: 

m- 

Mass. I little print in 

the colony was mainly i to 

the ' a non-con- 

formist min gland, but 

ntlemen of Amsterdam a! 
ids furnishing of 
frith letters, fort 

nine pounds and something n 

The first work prbduci 
phen Daj "The 

ud 

familiarly kn 

the I book." and •■■ 

imp' 'then IV 

and in tl 

Samuel 

Tb 

i, who in 1<- 
at his printing shop near Philad 

In 1693 Bi 

of the 

t print 
he only 
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The Dbaj-Mctes' Journal (publish- 
ed by the New York Institution for the 
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rcet and Port Washington 
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c; the best writers contribute to it, 
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true to God who's true to man; 
Wherever wrong is done 
To the humblest and the weakest 

all-beholding sun, 
That wrong is also done to us, 

And they are slaves most base, 
Whose love of right is for themselves, 
And not for all the race." 



imtn copiet sent 
of five cents. 



to any address on 



amg the whereabouts of 
individuals will be charged at the rate of 
ten cents a line. 



/fterrg dbrtetmas 

Cir; has come round again, 

bringing joy to the hearts of the 

klren and happ 
whose childhood lives in memory 

alone. 

jt : day of Chris- 

tendom, a light that sheds its kind- 
ly rays upon all of all 

elim- 

It repe I tory of the lowly 

birth in Bethlehem of Judea, and tells 

id that " unto you is horn this 

in the city of David a 

the Cord." 

• and his teachings 

fitted mankind. He 

1 kindne 
and persecuted ; bul 



IN DIXIELAND. 



i.WS AND COMMKN'T. 

Molasses. — A recent local news 
item in the Deaf Mississifipian says: 

I'roi. Sullivan was the recent rei 
of several quart cam of fine sugar cane 
syprup from liis friends, the Spiveys, of 

It is said the Spivc 
no rivals in the manufacture of choice 
arm ; 

The above started us to wondering 
how many of our deaf readers really 
know what honest -to-goodness coun- 
try nv istes like. We can re- 
member when we were a child that 

or syrups came in lau- 
rels, and about every family kept a 
one, two or five gallon jug on hand 
all the time, and a glass filler of 
'he center of the 
tables of the rich anA the poor a like. 
We can recall many times that we 
,ent with a jug to the neighbor- 
tore to have it refilled. 
Commercialism and the advance of 
e has changed all of this. To 



day all of our molasses and syrup 

tin or glass containers, VU&XopHmut foi 
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hat all might be 
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in the 
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ave to take it for granted that 
we are getting the real article. This 
writer is very fond of good old home- 
made mol md only recently 
when we happened to crave some we 
started an investigation here to see 
if we could find any of the old-time, 
simon-pure article in this city, but 
after making a canvass of about half 
in Atlanta, we had to give 
it np. Everything that we could 

find that looked like molasv 
in tin cans or pint bottles. Once or 
twice a year we manage to get hold 
of the genuine home-made article, 
from some farmer who may chance 
to bring his surplus stock to town to 
sell, and when we do happen to run 
we buy the whole 
n , and for a time there- 
after we enjoy hot buttered biscuits 
and in to our heart's content, 

-real molasses — is whole- 
some, and with hot biscuits, and 
country butter make a breakfast fit 
for th I us. 

A system by which deaf-mute 

lias been iri- 
I by James J. Cooper, Atlanta 
r and inventor, it wa 
notinced here Saturday. 

The system, declared by Mr. < 
er to be by the United 

States patent office and the war 
■ rtment, is a head arrangement 
ugh which sound waves can 
distinct pre m the b 

.ng the telegrapher's 
he explained. 
— Atlanta Constitution . 

This gentleman is now circulating 
among the Atlanta deaf in an en- 
ure financial assistance 
toward putting his invention upon 
the market. lie has tri 

enlist the co-operation of 
: . ■• o far he has not 

tical of all 
"sure things" for the deaf aft' 
veral times in th' 
isy mark." In other 
we are becoming "hard 
and want to be sure that 
:t thing we endorse is not a 
end our aid. 
We rt that the 

frats Hox Supper on November 26th 

, both a 
nut; the amount 

in as a result of the 
off of t 
and L. B. Dii 

with gratif-. 
tits. After all the boxes had 
been sold and their contents i 
ig with hot coffee, wi: 

I infor 
mal dan- indulged in until a 

late hour. Tb< many 

til contain- 
ing no " and prizes aw 
to th' x that at- 
1 the and 
lit the I rited bidding, 
a covered 
by Mr. and Mrs. 
m had 
a little dummy mule hitched to it, 
and the eats were cunningly hidden 

brisk and was finally knocked 

for $4.50. The 
1 and third pi 

In. W. W. M 
ly. A good many out-of- 

sum. 

Rumor again has it that Ross A. 

<n will move his family from 

•ta to Atlanta, the first of the 

lat he is 



mas has been no exception; we have 
gone flat broke giving to others less 
fortunate than ourselves, and we are 
feeling more than repaid in the joy 
we have been able, in some measure, 
to give others. We have given to 
all the poor that we knew of, even 
to the negro washwoman and scrub- 
woman, and have given the flock of 
grandchildren enough junk to make 
them supremely happy, and now we 
can sit back in perfect content feel- 
nig that we have done our bit to 
make the Christmas time happy for 
everyone we could to the extent of 
our last penny, thereby have obtain 
ed our own greatest happiness. 
Truly, "it is better to give than to 
receive." Try it, friends, and see 
for yourself if it isn't true. 

John W. Parker, a Georgia 
who has been working in a printing 
office at Louisburg, N. C, for the 
past year learning to operate a lino- 
type machine, was in the city for 
il days the first of December, 
visiting among his many friends 
here before going to Mai on, Ga. to 
accept a job at the Masonic Orphan 
print shop. John worked as 
all-round man for the old National 
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its decease, and we found him to be a 
steady upright young man. We 
understand that he is to operate the 
linotype at the Masonic printery. 
Good luck to him 

Mr. Joseph Neal, of Augusta 
is in the city to see after his son, a 
pupil of t; ia School for the 

who has been a patient at the 
trial Hospital for 
al months, suffering with a dislocat- 
ed hip joint, received from a fall at 
the school while at play. One of 
th<- boys at the school slipped up be- 
hind him and gave him hard push, 
which knocked him heavily to the 
ground, the fall breaking his lc 
ating his hip joint. Mr. 
was to purchase braces and a pair of 
crutches here for the boy, and 'take 
him back home with him, physicians 
at the hospital having done all they 
could for him for the present. It 
most deplorable mishap, and 
we do not think such rough play 
should be permitted at th 
and would not be had they a proper 
Supervisor there. This boy 
will probably be a cripple for the 
balance of his life. Only time can 
tell. 

It is reported that J. W. Brock - 
man is the latest Atlanta deaf citizen 
to purchase a home. He re< 
bought a nice little bungalow, pay- 
lb. down and balance 
like rent. Mr. Brockman is the 
sixth or seventh deaf Atlanta 
purchase a home within the p 
eighteen months. Several Oth 

own homes, bought and paid 
for prior to this time. The Atlanta 
deaf are all a prosperous set of folks, 
and there is little or no unemploy- 
ment among them. In fact, there 
seldom is. A reliable deaf man, 
with a good trade — one who is 
settled, stejidfy and honest — and will 
" stay put" can nearly always find 
lar employment in Atlanta. 
The only event staged h< • 
Christmas sofarwillbe a "readin. 
given by Rev. Mr. Freeman at Red 
lall'on December 26th, under 
auspices of Nadfrat Woman's Club. 
All other activity 
ed until after the New Year, I 
folks feel that they would pn 

. their Christmas time quietly 
in their Own Ju r visiting 

folks. This onth 

thankful fortius fact, as we would 
rather enjoy our holiday at home 
with our home folks than to be pull- 
ed out to attend this and that affair, 
wdiich, if given, we would feel in 
fluty bound to attend, 
TheSears, Roebuck St Company, 

t mail order ho; 
in the world, is coming to Alia 
This Company has just purchased 
several acres of land on P< 

On Avenue, known as Spilli 
Amusement I'ark, near the big Ford 
ii which they will 
'• ten or twelve story building 

i branch 
of their mail order The 

bat they will 
x million dollars in 
building and establishing of this 
nd will give employment 
r a thou- 
le. The newbuildin, 
' be first of Januai 
is expected to be comph 
fall. The coming to Atlanta of this 
well known firn 
•fof rowth of Atlanta 

hat men of money 
have in the I 

like itlanta n< 

but ba 
th and | 
ity the year around H. 

rid Company, of New York 
Cit\ 

1 

ipletion, 

and expects n for 

• in the Spring. Otb< 

ting 

iv Atlanta will I 

still t :|." 

in throughout 

Stalling*, of Lit) 
ed through the city 



band, who is in bti Cocoanul 

Grove. If an apartment can be 
secured th may remain there 

throughout the winter. Owing to 
the many thousands of people* who 
are flocking to thai .m all 

over the universe, Mr. Stal 
so far, been uiutbf 
ment. or hous< to five 

in. Florida i in with p< 

unabl' 

tion.and many hundreds of them are 
living in tents and am , and 

re reliably informed that the 
cost of living down there is " sky 
high." I are 

clearii througl 

lling lots and sub-divi- 
sions. Florida will b 
problem on its hands when tin 

boom flickers OUt. Thou- 
sands of il holding 
land, with no money to mal 

With the big 

hardly break even, owing to the 
high ■ very thing, We 

advise our deaf fi away 

from Florida, unless you have money 
to invest, or plenty of it to be 
on pli A roll of a thou 

dollars would hardly last six v. 

This writei •• this 

opportunity to wisl 
throughout f .n, who may 

■ this, Merry 

Christ '1 a happy and pro 

is New Year. May I 
joy and pleas uds of 

and all their sorrows as 

(miner 

day. Th> 

wish for all our fellow deaf, friend 

or foe alike. 

I.. J. 
Atlanta, Dec. 15, 1925. 



Miss P. Tiurchard, a former teach- 
er, visited here on December 14th. 
She was more than pleased to see 
the pupils again. 

The writers of this column wish 
11 A Mkrkv Christmas and 
A Happy Nkw Ykak, and < 

vou all will make good re- 
solutions for 1926. Don't forget 
to sign 1926 after December has 
■ d. 
On Thursday, December 17th, 
Mr. Charles Klein, a graduate, 
a visit here. He was a 
former member of the Protean 
Society. 

In the afternoon of the 18th of 

tnber, the pupils were dismissed 

to go home for the Christmas recess. 

They will remain till January 4th, 
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On Friday, the L8th, at LOt45 
o' clock in the morning, th< 

pupils gathered in the Girls' Study- 
Room, to Btng the vai 
Yuletide. The principal and I 

The follow;- d: — 

Mr. ISurdick's ( g, 'long, 1*11. 

Moriiin. 
•in. 

Mr. Jones' Morning i Christ 

lug Class— OHM ;i; 

Id and Miss 
Sam 

Morning ( Ism 

lis. 
Mrs. Voorli 

lov. ! 

Ila].: 

i 

111(10 

Mr. Joi; 

.- y Clirift is 

Kind 

Clin 

Mr. full 

of ; 

Junior High ( 
try Si 

nnual 

Id in the 

r. Samuel R. 
with 

All i md pupils, I.- 

which !: — 

i'oit. Ir.'.ol 

The 
Pui 

.via. 

" Tli 

a. 
■ 
i, 

Chn 

of the plat form v. 
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a four 



Canadian Clippings. 



the Fanwoods 


ha 


many years. 




The line up : 




ANN 






R.K. 




I..1'. 


try 


c. 


in, (Capt) 


K.O. 


Smith 


I..C. 



Baskkt Bai.i,. 

The P'anwood basket ball 
lost a hard fought game 
Horace Mann School, by 
point margin of 22 to 18, last Friday 
toon at the latter's court, after 
leading the score all the way. In 
the first quarter, the deafniutes 
took the lead, the score being 8 to 5, 
with John Kostyk, one of the young- 
est players of the Fanwoods, star 
ring by tossing three field goals. 

With only four minutes to go, 
both sides were tied at the count of 
IS. Oies, who took the place 
of Riehl at left forward for the H. 
M. S., broke the deadlock score by 
shooting in two field bask The 

final score was 22 to 18. 

The game was one of the most 
hard fought and exciting ones that, 

played in 



N. V. I. I) 

Kerwin 

Kostyk 

Kali n 

Cerniglia, (Capt) 

Hsintx 

Sul> i Maim Gil 

Kichl ; Oliphsal for Smith. Vanwood— 

ky tor Hcintz. 

.ils Horner Maim M.i. 
Strayery 3, Prettyman .' 

win 4, Kostyk 3, Kalin 1, O-r 
1. foul Coals Mackey 2, Smith 1, 

OHphanl l. Rsferec i»r. Porker of c. C. 
N. Y. Timekeeper Bcbtnidt of Horses 

Mann. |. Walker of Horace 

Mann ami l t . I'arly r of N. Y. I. I). 

The Fanwood basket ball team 
again suffered their fourth defeat of 
this season when they fell in the 
hands of the heavy Audubon Five, 
bv the tune of 31 to 23, on the 19th 
'.! December, in a rather rough and 
hard fought contest. 

Brandretb and Boghlan were 
for the winners, while Kerwin, Kos- 
tyk, who played with a sprained 
hand, and Kahn were excelled for 

Tin- line op follows; 

.31) 

1/ anon Ki-rwin 

I- . I- "styk 

Dlina Kahn 

Brandreth Blend 

Ian Heintz 

irsky for Ilcint/; 

itz foi liayarsky. 

"Iiil«m 1,'imoji 2, 

i, Iiiinn 1, Brandretb 6, GogbIsn3, 

I'anwoo'l Kirwin 4, Kostyk 1, Kahn 5, 
Audubon J,<iinoii 1 , Dunn 1 , 
etb i, Coghlsn 1. Psnwood 
h 1. 
Mr. I.ttx, Scorer I, I 

Time of two 
minutes escb. 

The p'anwood Athletic As* 

am will not have miv 
■ II rallies during the Christ - 

In the afternoon of December 12th. 
and a scorer, with Mr. 
Frank I,ux, our Physical Director, 
board the train to Plea- 
Y., to play a basketball 
■ with the Hebrew Orphan 
lam. Five of the Fanwood Jrs., 
nd did good and fast work, 
i'i in favor of 
Fanwood. In the evening, the I 
wood team were invited to a deli- 
cious 
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Toronto Tidings 

Mr. Colin Macl,ean gave a very 
fine sermon at our church on De- 
cember 6th, and spoke on the 
wonders of His Kingdom that we all 
will behold in the great andmysteri 
mis future. Miss Klsie Wilson 
graciously rendered, "Jesus, More 
than Life to Me." 

Mrs. Frank E. Doyle left on He 
cember 5th, for Stratford, to attend 
triple a funeral. A cousin of hers, 
who had just given birth to 
of twins, died immediately after- 
wards, as did the two little ones. 
She was Mrs. Ivlla Forkes, whose 
mother was a sister of Mrs. David 
Sours, of Clinton. Mrs. Doyle re 
mained up there for a week, and 
visited her parents in Clinton in the 
meantime. 

Congratulations to Mr. and Mrs. 
John T. Shilton on the birth of a 
daughter, on December 9th. Lucky 
are the proud parents to be in the 
" quarter class" for they now have 
two sons and two daughters. Both 
mother and child are doing well. 

We were delighted to have a visit 
from Mr. and Mrs. Samuel, Averall 
of Cookstown, and Miss Helen A. 
Middleton, of Horning Mills, who 
motored down here on December 
10th. The two former visited their 
relatives for a few days, while Miss 
Middleton remained here for over a 
week. 

After a two weeks' visit herewith 
his cousins at "MoraCdcn," Mr. 
John McKichnie left for his home 
in Portage La Prairie, Man., on 
December 10th. 

We wish all your readers and 
others the best compliments of the 
season, and trust that the year 1926 
will be of greater properity than the 
past. 

Miss Marion Powell lost her aunt, 
Mrs. (Dr.) Powell, a short timeago. 
Sin- died very suddenly. 

The " Frats" held their regular 
monthly meeting on Deceml>er 5th, 
and at this gathering reference was 
made to the lamentable death of 
brother Philip Frascr. 

We all sympathize with Mr. A. H. 
<m in the recent death of a sister. 
At the time of her death his mother 
was very ill, but at time of writing 
was some better, and we hope she 
continues'to improve. Mr. Pi 

radttate of the Newfoundland 
School for the Deaf, and came to this 
city about three years ago. He is a 
very clever and popular voting fel- 
low. 

Our new church is going 
in construction and the roof 
over it very soon, then the 
work will commence. 

Cookstown Chat. 

Mr. and Mrs. Samuel 
motored up to Horning Mill 
November 28th, and spent a few 
visiting the Middleton family 
and report a splendid t i i > < 

Mrs. Arthur Bowen has returned 
froma fortnight's visit with relatives 
and friends in Toronto, whet' 
had a pleasant time. 

Mr. Samuel Averall contemplates 
putting up a stone foundation under 
one of his large buildings 
spring. Sam has visions of a pro- 

is future, and we hope li 
(illations come true. 

Mr. and Mrs. John Dean and 
son, Roy, and Mrs. Il< nrv M 
of Nobleton, motored up and visited 
Mr. and Mrs. Arthur Uowen on 

December 4th. 

On their return from Horning 
Mills, on November 30th, Mt 

Samuel Averall wete accom- 
panied by Miss Helen A. Middle 
ton, who spent more than a week 
with the Averall 

On Decembej 9th, Mr. and Mis. 
Samuel Averall and Miss Helen A. 

Middleton motoi-d to T In, 

where they visited relatives and 
friends for a few days. 

DlTKUIT DOINl 

Mr. and Mrs Prank Hanlenbcrg 
and daughter, Miss Kva, came down 
from Pontine and Spent Thanks 

ing Day (Novembi 

pleasantly with Mr. and Mrs. VV'il 
liam Kiberdy. Of com i i i«- 

ken menu was mote than they 
COUld resist, and no wondei they 
filled the inner man to the limit . 

Mr. Hardenberg and daughtei 

turned to PontiaC the same ni; 
t>ut Mrs. Han!' '-mained till 

November 30th, and in tin mean 
time she and Jier hostess visilcd 

tin- Braithwaites, and Ci sad 

Mai Donalds in Windsor, wi 

they had a grand time. Ti 

made pleasant calls on the II. ni' 

family, the rjlri< hes, Mi . and \i 

Fd. Hall and Mi and Mis Charles 
llruwii in this city, before Mis. |Pn 

denbeig departed foi home. 
A very enj< ob web party 

beltO at the bome Of Mi and 

Mrs. Fdward Hall ret 

lare it I I of the 

.n, with barrels <»i fun. 
Mr. Alb' of Pontiai 

pained by Ins btolhei , spent the 

American Than 
santly in Owosso, Mich 

Mr. and Mrs. I,. Ii. Brown, of 
Koi i Mieh , tJtly 

i be i (ardent* rg family in 

Pontine . TI out to see Mr 

and Mrs. John Hen v, in Royal « • 



Mrs. Berry visited Mrs. Heck in 
Flint. Mrs. 1 leek is fasl ing 

from in i op« ration for tumor. 

Mr. Pete So . e-i Sudburgi 

was arrested ■ plaint of ft 

.libor of stealing the lattei 's bi- 
cycle ; bui l mvinced the 
magistrate that he saw it <>n the 
lawn, and as it was snowing and 

ng it would be snowed urn 
and temporarily !< merely 

picked it up and placed il urn 
shelter out of kindness. The accus- 
ed \ honorably acquitted, 
but complimented on be- good 
Though deal, Mr. Sokolosky is not 
known to any of Hi a i ule. 

Mrs. Upton, late of Montreal, is 
now working in 1'lica, N. Y., and 
doing verj well. 

Mrs. John A. Moyniifan and 
daughter, \'«\ < . ., are 

visit in Brant- 
ford. 

Herbert w. Rohrrts. ' 



ZENOI8M8. 



You may choose a word like a 
connoisi - I lie editor ; bul 

he gives Zeiioisms to tin- woisl print- 
er in his class. * 

* * 

The misguided oialisls say that 

the sign language ia worth 57 cents. 
No, my Lords and Ladies, il is not 

the 01 1e111.1l cos1 , but the up 1- 
that counts. We sustain the deaf 

reputation! 

* * 

The most out of dale book in our 
libiai ies is the one on " I [oWSOU 

Flan" psycho! 

* * 

The hardest problem foi the kind- 
ly, over worker and perplexed prin 

eipals, is what to do with the di 
l"i the deaf and to the deal 

cially to them when they call Just 

before dinner tine 

* * 

11 the manner in which oral fas* 
tors move their lips is poeti \ in 

motion, the inaniici in which silent 

chat men move 1 hi ir naked anus 
must be 

* * 

A conservati 1 one 

wdio would rathi ■ liii 1 ii 

ed only at th ■ than all o\ 

* + 

Noble American slogan: "The 

IS must go," wishie is 

tebody to do the dii ty work ol 
saving morons' souls. 

* * 

The Annals says thai 'the Volt* 

Review talks less because it ha: 
much more tO talk about. The Re 
says that Kip Van Winkh 

no hero to the , \nna 
only twenty j cars. 

Correct this Ian 

1 has announced in 
thai oralism 

lb- is sendin on from & 

pine oral school 1 unbinjed 

school." 
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SOUTHERN CALIFORNIA 

Tin 11. i,., id the 

two boys, ha rts 

tioir foi a BIX iinnillr. jaunt ill i'.ll 

rope 1 

The b. A. S. C. had an enter 

tamincnt Saturday, November 28th, 

that was good. I 

landers from ( the 

111 . 
a real Scotch 1 thirti 

springs, danced the buck and w ii- 

hornpipe, 1 and 

Charleston. They all won- the 

illation Highland costume 

kilts, 

Claude C. llolli: 

with the Klini' Manufacture) 
Company, In 1 

The Auto Club '.! 

form 






up 



dttdi 



I, Akron, Ohio. | On Thanksgiving, and linn with 



mutes lo full 
instil.. 

I'.dil li 1 lew lit P( 
Nellie II. Ri 

Stuarl M. ( dant , of Halifax, has 

located in Lo the 

vvint' 

W. A. and flattie liohn 

Decembi nd Mrs 

Prank Thompson I 

silver wedding annh 1 

Tin 

iptopiiale. Th, 

■ ■ii liii lie ss is luiw 

lit hip. 
and i- bed. 

I'll in Hi 
and ciaeked a bOUe m One SI 111. 

Alvin I h sun has built him a new 
home on Eucalypti 

n^\ ( Hive, ||i< 
wood, and will 

lioin \ ith the 

Nelinei I ion. 

Mr. John Bro hoe 

simp on Hoover Si Othi 

and will RO I" fOWS and 

look op pro op. 

Hut he will 1 onic baci Tie J all 

do. 

Messrs. I fawortfa and 1 
working foi Mi Rotherl on his 

new dlipli X lions. eon, ,|ll 

and Ma: 

The deal 
dliug as a means ol bv ing So 1. 

iiipalhv ol 
• bai it v in tin ii WOI bi 

no obj 

T, C. 



NEW YORK. 



Brooklyn Division of the National 
ternal Society of the Deaf having 
just brought to a successful con- 
urn one of the most notable 
us in its eventful history, is now 
entrating all its energy toward 
making its 1 7th annual masquerade 
and fancy dress ball, on February 
6th, 1926, even nore successful. 

A hustling committee, headed by 
Paul J. Di Anno, is leaving nothing 
Undone to make the affair the " best 
r." Hitherto, the one and 
<>nlv drawback to a thorough enjoy- 
ment of Brooklyn's entertainments 
has been the difficulty of find suit- 
quarters to accommodate the 
i increasing crowds. This time, 
however, there is not likely to be any 
complaint on that score, for the new 
K. of C. Auditorium, Prospect Park 
West and Union Street, Brooklyn, 
Which has been engaged for the 
ision, is the largest and most 
ly equipped hall in the 
having a capouty of 5,000. 



An interested and interesting visi- 

loi to our big town recently was 

Miss Molly Brighamj of Ottawa, Ca- 

nana, who for two weeks was the 

if Miss Jane Palmer, her 

mate at the Wright Oral School. 

Blonde, bobbed hair, pretty and 

athletically inclined, Miss Brigham, 

whose favorite winter sport is skiing 

and skating, as becomes a maid of 

fail Canada, declares she had had the 

time of her life, what with "teas," 

dinner and theatre parties, following 

b other in rapid succession. 

During a farewell "tea," given in- 
her honor by Mrs. Marry Pierce 
Kane, she and Miss Palmer and Miss 
Mabel M. Johns, found time to slip 
i to the apartment of Mr. and 
Mrs. William I,ipgens, where they 
wire very much interested in view- 
ing specimens Mr. Lipgcns' work in 
jewelry and precious stones, as 
Well as his oil paintings. 



A Christmas party held lastSatur 
under the auspices of St. 
h's Institute Alumni Associa- 
tion, proved a tremendous Stt< 

The hall was well filled, and there 
was no mistaking the Christinas at 
mosphere. 

The various Karnes were entered 
into with enthusiasm, and the prizes 
well worth winning. 

The committee, which was com- 

i of Edward Sherwood (Chan 
man), William Higgins, William 
Bckert and Paul Tartloue, expressed 
themselves as more than satisfied 
with the success of the evening' S 
parf 

The next affair of the Assoc i;itioii 
is scheduled for January 23d. 



On Sunday, November 29th, a de- 

lightful birthday party was tendered 
Mrs. M. Hi at t lie home of 

Mr.. Daekerman in Brooklyn, N. Y. 

The decorations, were of maize and 

while and tastefully arranged. 

Among those presenl were Mr. ami 
Mrs. J. Kanstiddlc, Mrs. Daekerman 
and daughter, Anna, Mrs. Edith 
Deegan, Mrs. Kdith Kallman, Mr. 
khott, Mr. J. Martin, Mr. and 
Mis A. Barnet and children, Gladys, 
and Allied, Mr. M. Dretscben, Mis. 
O'Orady. A line supper was serv- 

hoi.ei received many 
nts. 

The Bronx Krals held a whist 
party in the I oms of Park 

and Tilford building, Lenox A\e 

line, near L'Mh Street , on Saturday 

tting, Decembei 19th, 1925, 
The prixe winners were Ladies — 

Miss S. Kaplan, first pli/e; Mis. I,. 

Hatowsky, second prise ; Mrs. Max 
Miller booby; and gentlemen — L. 
Maddo, first; Bnglenhardt, second; 

Max Lubin, booby. 
Mr. Daniel Polinsky was the 
i man of the alfair. 



Miss Mary M. Hornstein recently 
I tree weeks' vacation In 

Baltimore, visiting her brother and 
tig the sights ill and around 

Baltimore, Annapolis, Mt. Vernon, 
Richmond, Va., and Washington, 

D C. She thinks that the Capital 

City is the most interesting, and its 

She visited the 
White House, including the tea 
room suite of the President. She 
did no! see Piesideilt COOlidgC, 
w York at that time. 

The Deal Mi oion League, 

tin of Bid I Surds and 

I intimate dial fi lends oi Mi . and 

i,e Clercq, are in 
i oi holiday greeting cards, which 
tistically designed, 

hi- is 

a |. .nils 

have the pictures of Mr. and 

Mis. I,,- Clercq in colors, evidently 

made in Haw 



!ian Dob 

months 
will return to New Y<>ik on Decern 

i, and on January 2d, 1 

will attend the 40th annivei 
bration of ti 

Which will lie held 

mi thai d 

■ die Howard's brother, 
John, passed away in Wcsi ( >rai 

N. J #) ,in I >,< einbei IMh, and 

ied m .od C< 

Ills 
I and WO 

ittended the fun< 



Portland, Oregon 



GAI.I.M'Pr.T llAMiI'KT. 

The Banquet given on Thursday 

night, December LOth, in honor of 

Thomas Hopkins C.allaudet , under 

of Portland Division, 

No. 41, N. F. S. D., was a complete 

s. Over one hundred Portland 
and Vancouver deaf turned mil, de- 
spite the downpour Of rain, to do 
honor to their founder of the first 
deaf school. The event was pre- 
pared by C. W. Lee, chairman, 

Courtland Oieeiiwald, Sanford 

Spratten, Chas. Lidberg, and O. H. 
Fay. Mr. Lidberg was chief cook. 

Ami everyone considered it line eats. 

The banquet was managed By Prat 
brothers, except thai two ladies 
were to inspect It before eating. 

They were Mrs. Anthony ECaUtZ 
and Mrs. II. P. Nelson. 

B. L. Craven was toastniasl.i oi 
the evening. He started by out- 
lining the need of honoring tUC 
founder of schools for the des 

Next Mr. p.. A. Divine, instruc- 
tor at Vancouver, Wash., 
School, gave a vej y intei 

Of how C.allaudet first started 
to show his love loi the <!■ 

Mi . W. S. Hunter, another teach 
er from the Vancouver School, also 
spoke on Gallaudet's wonderful 
work. 

Mrs. B. L. ( igned a beauti 

fill song about C.allaudet. 

Mis. L. A . Divine spoke on elnl 
dren and their education. 

Mr. H. P. Nelson Rave a mixed 
talk, on how the National Fraternal 
Society of the Deaf got a solid 
foundation through the edu< 
received from Schools for the Deaf. 

and showed that had Callaudel not 
founded a school, a strong Fral 

organization would perhaps not be 
such a great thing foi tin- deal 
is today. 
Mr. C. IT. Linde, Port 

land's prominent deaf, gave B 

fine speech on what has been done 

through the founders of deaf schools 

and COlh 

Rev. B. Bickman, who is doing a 
good religious work for the deaf of 

Portland, hoit talk on the 

good work accomplished l>v the 

schools ol each Slate. Rev. 

Bickman told win every deaf child 

should be taught (a the State Deal 

Schools. 

Mr. J. o. Reichle spoke of the 

in the country, and 

the benefit the deal got th 
education in the deaf schools, why 
huiild all hoiioi the 

founder, T, H. Gallau 
Mrs. J. o. Reichle recited in 

the song "Tin- B H." 

Mr. Linde winds of 

the good work the S. F. I.. Club 

is doing foi th 

land. 

After tie 

Mr. Cieenwald and Mr. Lynch sur 

iln crowd bj marchii 

lit yOUng deaf men, son; 
upon the platform, who will 
join the Portland Division, No. 41, 
at its next meeting. 

■ Mr. John I, a Motte, 

d from Chii short 

address on Callaudel and the N. I''. 

S. D.i of which he is a member, 

having joined some thin 
in Chica 

Miss Hoganson, a newcomer in 

Portland since last suiuuiei , spoke 

on how she enjoyed herseli as a mem 
i thcS. F. P. Chin. 
This end< d tin firsl banquet that 
was managed bj brothers of No. H, 

S. D. . and which may mean 
ten oi twelve new members lo Di\ I 

No. 41. 'Rah ' 'rah I 

Mi . led io 

Crom , by the death of her 

father, aftei onlj tbrt 

.liter, who is boarding 
with the Thiermans, returned to 

Portland aftei a ten dl with 

her mother. Iln main friends ex- 

thin deep sympathy in her 

loss. 

Mr. T. A. Lindstrom, ol Salem, 

one of the oldest inst l in the 

on School fOI the Deal, 

appointed Acting Si 
the Salem School fot the Deaf in 
November, until the new Superin 
tendent, Mr Lyman Steed. Pi incipal 

the Mount Any School for the 

Deaf a the 1st of Janu 

This is th' I time Mi . 

strom was made .Vim .uteii 

dent, ani the worV 

well as though he was the nat h 

Superintendent, which surpri 

many of his t 

ing Sup< nt Lindstrom 

appointed Miss Marion Finch 

actil "ii, until Mr. and M 

Steed at rive. M 

Connected with the Salem School foi 

mair 

Mi . Allied Lynch has l c t in m il to 

Portland, aftei a briei staj 

Auk< I 

Mi William I had flic 

misfortune to injure his shoulder, by 
tumbling down s flight of 

laid up a i' 
or ten daj s, but is now bat k to his 
of employment at M. 

II P. N 

' ■ 



OHIO. 



Ni-ws items for this column may be sent 
to our Ohio News Bureau, care of Mr. A. 
B. Greener, 993 Franklin Ave., Columbus, 
Ohio. 



December 12, 

lunibus Branch 



1925— The Co- 
of the N. A. D. 



honored the memory of the Deaf's 
actor, Thomas Hopkins C.al- 
laudet, with a banquet and toasts. 
The affair was given in Trinity 
Parish House, on the evening of the 
LOth, and nearly one hundred of the 
city deaf attended it, among whom 
Superintendent and Mrs. J. 
W. Jones. One notable absentee, 
who has never failed to attend these 
functions, was Mr. Robert Mac- 
i , who regretted much that he 
was kept awav by the condition of 
his health. 

The tables were set in the form of 
a large square in the assembly room 
of the house. The serving was per- 
formed by lady members of the up- 
per classes of the School for the Deaf, 
who acted their part well. 

MKNU 
' Chicken a la King 
Mashed Potatoes Buttered Peas 

lint Hiscuits Butter 

Fruit Salad 

Coffee 

lee Cream Macaroons 

TOASTS. 
• tniuster, Mr. Hnsil Grigsby 
Thomas HopkidS Gallaudet . ... 

Mr. John Wiiu-millei 

Tin- First Hcaf Teacher 

Mr. Jacob Sliowalter 

Our Deaf Brethren Across the Pond 

Mr. Kniest /.oil 

lli. i .ill, unlet Statue Replica . . . . 

Rev. Mr. C. \V. Charles 

Poem " Rev. Thomas Hopkins Gal- 
• l.iuilrt" Miss Kvelvu Sayre 

OFFICERS. 

ISll Ol ii;stiv l'r. 

Mi Prank Schwartz . . . Vice l'lesiilenl 

Miss Rachel Oleasnu Secnt:ii\ 

Chim Tr. 

ON IUNQUKT :— Miss Cora 
fhl, Miss Anna King, Mrs. Walter Walk, 
Mi Klincr Bltey, Mr. W. H. Zorn. 



DETROIT. 



Stanley Robinson, nt of 

C.allaudet Home, W'appitirci s Kails, 
N V , i , anxiOU tO k now where 
l and G( 

'The onlj sisti i oi these two 
brothers v know where they 



Alter doing justice to the excel- 
lent repast, the tables were cleared, 
and a feast of reason followed for 
an hour or more. The addresses of 
the speakers, lauding Gallaudet and 
his work, were well delivered and re- 
ed. 

Mr. Winemiller, in his remarks, 

after eulogizing the father to whom 
of the land have shown 
honor in the erection of sta- 
his sou, Kdward Miner Gal- 
laudet, »the founder of C.allaudet 
College, which enables the deaf to 
Secure a higher education, was 
equally worthy to be honored. 
Steps aie now under wav to erect a 
memorial hall on the grounds of the 
College, which shall perpetuate his 
name to future generations of the 

deal. 

The fund for this is $50,000, 
and Ohio's quota is $2,800. Other 
work raising their 
quotas, and he hoped the deaf of 
Ohio would not be backward in 
iluii love and veneration of the 
man to do their part. He asked 
the deaf of the State to make contri- 
butions of one dollar or more. The 
committee for raising Ohio's share 
mposed of Miss Bessie Mac 
Mrs. YV. H. Zorn, J. C. 
Winemiller, Wm. H. Zorn, 4. W. 
Ohlemachei • 

The treasurer is J. C. Winemiller, 

School foi Deaf, Columbus, Ohio, to 

whom all remittances should be sent. 

The banquet committee did itself 

lid in arranging for the feast, 

and was given a rising vote of 

thanks before the meeting broke up. 

At the school's weekly chapel 

, Wednesday morning, the 

pupils were given addresses on the 

i Thomas Hopkins C.allaudet, 

by Messrs. Wm. H. Zorn and J. B. 

Showalter. They were reminded 

that tin \ were indebted tothisgood 

man for the privilege of an ede 
turn, as he had founded the first 
school for deaf in America in 1817, 
at Hartford, Ct., from which every 
institution in the land had sprung. 
In return loi this blessing, thev 
should iteful to him and show 

I use of their time 
while at school, and being law ahid 
helpful citizens of their State 

..null v. 

At its last meeting, the Columbus 
.' Aid Societ] chose tin 
diiiinc, 1926 : Ml 
C. Winemiller, President; Miss 
Angelina, Vice President ; Mrs. Jo- 
seph Neutslinj ■ tai\ ; 
Miss Berths Druggan, Correspond- 

Miss Anna King, 
idi in The' ppropriat- 

i Christmas c.ifts for the 
I Ionic folks. 

Tli ■ ipts from the Oetobci 

'if $235. 

B, G. 



Something new in Detroit enter- 
tainment, November 28th, at the D. 
A. D. Club room. It was advertis- 
ed as a sensational Vaudeville and 
Photo Plays. Messrs. Goldstick, 
Worley, J. Hellers were behind the 
new and successful stunt. Every 
one of actors and actresses were deaf- 
mutes, with the exception of Mr. 
Robertson. The club room was 
crowded to its utmost Capatitj 
big profit would have been realized, 
if it was not for the added expenses 
increased from renting stage cos- 
tumes. The biggest hit made was by 
Kmil Rosenfield, when he put Tom 
my Blake in an unconscious condi- 
tion by hypnotism. The audience 
naturally were.skcptical as to the 
reality of it. But Mrs. Rosenfield 
smilingly and proudly invited Presi 
dent McCarthy and others to the 
platform, and requested them to lay 
Mr. Blake horizontally with his 
head and heels supported by two 
chairs. Mr. Blake lay in this 
position for some time. Then Mr. 
Rosenfield brought Kim to earth 
again amid great applause. 1 1 
obliged to repeat them, his wonder 
ful act, and Sir. Blake consented to 
be the victim again. The other five 
acts were good. Mr. Rosen field's 
name was not down on the pro- 
gram. However, he willingly offer 
ed his service. Mr. C. Bubv also 
volunteered his service, just to end 
liven things up. His usual nietho 
in relating comical stories, in his 
dramatic way, brought great merri- 
ment. 

A surprise party was given at the 
home of Mrs. Grace ReidingeY. She 
was the happy recipient of a beauti- 
ful 100-piece dinner set. Mr. R. 
Huhn. and his wife saw the success 
ful affair through. 

December L9th, Saturday i 
ing, will see the feathers 11 \ — -a big 
feather party will be given at the D. 

A. D., under the management of that 

"Wizard," Ivan Heyiuanson. Fowls 
of all kinds will be sold to the 
highest bidder. A big time is await- 
ing those who come. Admission 
free, both to members and non-mem- 
bers. Don't forget the date. 

The bazaar and social given at 
St. John's Parish House by the 
I.adies'Guild, Friday, December 4th, 
was a howling success, despite the 
fact that Jupiter Plnvius let loose 
the flood gates. Mrs. M. S.Sheehan 
held the lucky number in the raffle. 
A beautiful bed spread was the 
prize. 

Saturday, December 5th, the 
Detroit Division, No 2, held its 
annual election of officers: Presi- 
dent, Thos. Kenny; Vice-President, 
Geo. Davis; Secretary, S. Groth; 
Treasurer, K. Huhn. On the same 
night, an impromptu social was 
given at the D. A. D, under the 

management of Mrs. Ornstein, 
Brooks and Jacobs. 

Eugene Underhill is now the 
proud ownei of a Willys-Knight 
coach. 

Miss Clara Snowa spent three 

weeks in Mt. Pleasant, Mich., visit- 
ing relatives and friends. 

A farewell party was given to rfr. 
and Mrs. Beaufort Banta at the 
Stegncr home, November 15th. 
Tin- Bantas are Indianians. 

Mrs. M. N. Schvvertz, of Mt. 
Vernon, Ind., was at th 

She expects to make Detroit her 
future home. 
The usual generosity oi M 

>lb\ did not foi sake her while 
living in the Capitol City. She re 
meinbercd the members of the D. A 
ad Ladies Aux with a Christ- 
mas Rifts that makes every one 

hapi 

Mi. A. C. Buxton iccentb 
to his old home in Cleveland on busi 
ness. While there, heaii.n 

S with the Cleveland X. V . S. D. 
Division to be transferred to Division 
J. He will make Detroit his 
future home. He is in the advertis- 
ing business on his own hook and 
does his own adv. writing. 

S. H. Willett, of Birmington, X. 

Y., has been in Detroit in a fut 
tempt to secure wol k , but : 
He left for Toledo, Ohio, to try his 
luck thci 

Ernest E. Engel, son of Mr. and 

Mis. O. Engel, won a sheik contest 

at a show in his neighborhood. The 

prize was (2.00. 

Mrs. O. B&ge] Rave a sin 

birthday party, in honor ol 
Annie Pfeiffer, on November 14th, 

This was the first birthday 
pattv that slu 

.1 in Detroit. Main | 
attended- also hei sister and neice. 
Annie Pic. t many 

birthday presents 



ions operation Monday, No- 
vember 30th, 1925. She is not pro- 
gressing in health very well, and 
the doctor ordered her to remain in 
bed for two months. 

Dec. 11, 1925.— The election of of- 
ficers at the D. A. D. were as fol- 
lows: President, P. McCarthy; 
Vice-President, M. A. Fielding; 
-Second Vice-President, Henry Fur- 
man ; Secretary, Otto Buby; Trea- 
surer, Thompson Darling ; Trustees, 
A.R.Schneider, ; Sergeant-at-Anhs, 
Mr. PinCh. 

President McCarthy evidently 

foresaw the result of this election, 

as he passed two boxes of cigars 

around after the votes were counted. 

Fred E. Ryan, 

10222 John R. Street. 



SEATTLE. 



The 
Bnhut, 



Mo. McK. Campbell, for- 

nieilv, ot Worthington, Ohio, will 
spend the winter with a nil ■ 

Columbus, i iino. 



Those who did 
not Come, missed a good time. 

Mis. Robert Rollins, an employee 

of the iMshei Body Co., was invited 

by the firm to attend a dancing 

party. She light on hei 

and danced so pictt\ , that U 
her the name of champion dan 
A good time was enjoyed In- all. 

.ll'eldt was sure lucky. 
He won a big fat turkt 
about Id pounds, all tot lOcentl 
Thanksgiving. His wife and chil- 
dren had a feast that day. 
Santa Clans has visited the 

family pretty earl} tins season. He 
has presented Ei on ot Mi. 

and Mis. O. . Engel, with a \ 
and he is | rapidly. 

Mi. and Mis. A Webstei s sister 
in law. Mis J. Wei 



engagement of Miss Anna 

Tacoiua, to one of our 

young men, Oscar Anderson, was 

announced at our Lutheran Church 

lately. Oscar is a printer. 

Another engagement of two of 
young people was announced at the 
Ladies' Aid of that church last 
Wednesday, the parties are Miss 
Esther Bloomquist and Mr. Therle 
Floyd. Therle is working as an 
oiler on the steamer S. S. Seattle, 
running between this city and 
Bremerton. 

The four-leaf -clover girls, Misses 
Genevieve Robinson, Lina Seipp, 
Emma La Jambe, and Leillah 
entertained Miss Alice Wil- 
ind Rex Oliver at Thanksgiving 
dinner. After they bought their 
turkey, another one reached them 
by parcels post from the father of 
Emma. The girls saved it "for the 
following Sunday. 

Marion, It vear-old daughter, of 
Mr. and Mrs. Jack Bertram, who is 
a high school sophomore, is wearing 
an honor pin. She takes after her 
mother, who as Miss Marshall was 
at the head of her class at the Van- 
couver school. 

November 2sth, a quiet wedding 
was solemnized in Bellinghatn, 
when Miss Edna Wilson became 
the bride of Mr. William Sneve, at 
the home of the bride's parents. 
Rev. C.aertner, our pastor, ofheiat- 

Vevah Mackey, ofSeattli 
the bridesmaid, and the bride's 
brother the bestman. Mr. and 
Mrs. Sneve are now at home in 
Anacortcs. They have many fi 
here who wish them much hap- 
piness. 

The house where Mr. and Mrs. 
John Hagadorn have lived for a 
number of years, just next to Miss 
Bertha Stowe's was sold, consequent- 
ly the rlagadorns moved a few 
blocks awav. 

Dean Horn drove over from Van- 
couver recently to see his fiancee, 
ieve Robinson. 
Mrs. Vevah hfackey has just an- 
nounced her engagement to Husey 
Cookson. Both belong to the 
younger set. 

Dorothy Bodley spent Thanks- 

giving vacation with her aunt in 

Orting. The three children of 

llolconibc enjoyed the 

Thau! holidays, with an old 

friend of their father's, on a ranch 

\uburn. 

Mr. and Mis. lames Lowell, of 

Tacoma, and Mr. Lawrence Belser 

the dinner guests of Mr. and 

Mrs. W. S. Root last Sunday. 

Thirty-eight friends Kathcred at 
the Wright house in honor of Mr. 
and Mis. i v. of Vicf 

the night Thanksgiving, and 

00." During their visit 
iie\ were the guests of Mr. and 
ut ridge for a couple 
and visited Mrs. Riley's people, 
look dinner with Mr. and Mrs. 
AC. Reeves at tl; nne apart- 

ment and were brought to the Ber- 
tram social in the Reeves machine 
Saturday night. The next day thev 
returned home on the Canadian boat. 
Little Kathleen Riley is only five 
old, and has never been to a 
Kindergarten, yet she can read and 
write like the beginners at the grade 
school. 

Roy Harris was with his son four 
Thanksgiving in Wenal 
ported that it was cpn- 
■ there. 
pie of long dining 
our Lutheran basement 
hall. Last Wednesday night at the 
Ladies' Aid we noticed their great 
convenience when refreshments weic 
!, and appreciated his kind- 
He is the treasurer of the 
church ; also the treasurer of our 
J club, the P. S. A. D. 

Will Rowland is back at the 

ne Apartment, and is 

undei Dr. Dean's She has 

and the p I been in poor health the past mouth 



splendid sermon delivered by Rev. 
Gaertner. Mrs. A. C. Reeves and 
Mrs. Emily Eaton also signed 
hymns in their pleasant manner. 
About thirty hearing people were 
present, so our minister spoke 
and signed the sermon at the same 
time. 

Word has been received that the 
president of the State Association, 
Mr. W. S. Hunter, and his wife, 
were among the 15 Portland deaf 
people to be confirmed in the 
Lutheran Church last month by- 
Rev. Kichmann. 

Our young men, with Oscar San- 
ders as coach, and Messrs. Harris, 
Martin, Bradbury, Kelly, Henrich, 
Cookson, Somtnerson and Kirsch- 
baum, have formed a club and are 
one of the 16 teams of the city 
basket ball league. Their first game 
will be at the Lincoln High School 
the 9th of this month. 

Mrs. W. E. Brown had the plea- 
sure of a visit from her brother-in- 
law from Colorado the other day. 
He drove in his Willys Knight 
from that State and after a week's 
visit with the Browns, drove down 
to California. 

Beatrice Strugis, a young daugh- 
ter, of Mr. Root's cousin, moved 
from Idaho with her father and 
mother a little while ago, and is now 
attending the University of Wash- 
ington. 

Edwin Johnson wrote he and 
Stuart Grant reached Los Angeles 
and met several of the old Seattle- 
ites. He stated that an unusual 
number of the deaf there were out 
of work. In Seattle the Lutheran 
Church employment bureau has 
done considerable toward solving 
the unemployment situation during 
slack times. 

The election of officers for the 
Frats on December 5th resulted as 
follows : A. C. Reeves, President ; 
James Lowell, of Tacoma, Vice- 
President; A. W. Wright, Secre- 
tary ; J. Bodley, Treasurer ; Paul 
Hoelschner, Sergeant ; John Haga- 
dorn, Director; and Joe Kirschbaum, 
Trustee. 

Miss Annie Larson, of Seattle, 
and Raph Pickett, of Tacoma, were 
married December 5th, at the home 
of the bride's father and mother, 
Rev. Gaertner performing the 
ceremony in the presence of a large 
number of friends and relatives. 
After the wedding, the guests were 
seated around three long tables for 
a chlbken dinner. Mr. and Mrs. 
Pickett have gone to Tacoma, where 
the former has a position in a sash 
and door factory. 

Puget Sound. 
Dec. 7, 1925. 



New Jersey 



Miss Sarah Goldstein, a former 
pupil of the School for the Deaf, 
Trenton, N. J., was given a surprise 
party recently at her home, Eliza- 
beth, N. J. She received a number 
of handsome gifts. It marked her 
birthday anniversary. 

A variety of laugh producing 
games and dancing were indulged in, 
in addition to refreshments. 

A drawing for male and female 
prizes concluded the merry evening. 
The following were lucky winners : 
l'rst prizes for ladies, Miss Helen 
Lynch ; second, Clementine Ten- 
her; first for men, Albert Xeger, and 
second Charles Qttigli 

Anions those present were: Ber- 
nard Doyle, John NacNee, Charles 
Cmiglev , Albert Neger, Andrew 
McClay, Randall McClelland, Mr. 
and Mrs. Alfred Shaw, Harold 
Meehan, Ellen Doyle, Clementine 
Tenher, Helen Lynch, Sarah Gold- 
stein, Anna Uhouse, Helen Bath 
and Grace Rae. 



■Resolutions 



but it is hoped that the spe- 
cialist's treatment will benefit her. 

i ed from 

octal at Mr. and Mrs. Jack 

mi's home Saturday. Xovem- 

th, loi Sam Schneider, who is 

at the Riverton Hospital, 

and whist ' and plenty of 

ainents The chow, 

chow, worth a dollar, made bv Mis. 

. as much enjoyed 

by c\ cut. The pot ot 

ful chrysanthemums, 'pi t 



ram from tin 
attracted much admira 



ed lo Mi. 
land 

Thanks night, the foul 

you Robinson, 

Jair ml Seipp, sane the 

hymn "God is M\ Good Shepherd " 

in beautiful signs, after the usual 



Wukkkas. The Almighty has 
seen fit to remove from our midst 
our friend and co-worker, Robert 
M. Robertson, who departed this 
life on the 27th of September last, 
I 49; and, 
Wukkkas. Mr. Robertson 
for many years a leading figure in 
state deaf organization circles, and 
had faithfully served both the 
National Association of the Deaf 
and the National Fraternal Society 
of the Deaf in an official cap 
and generally endeared himself to all 
those who came in touch with him; 
therefore, be it 

Resolved, That we, the members 
of the Trenton Branch of the Nation- 
al Association of the Deaf, in meet- 
athered, this 10th day of No 
vember, 1925, wish it go on record 
that we keenly feel the loss of so 
valued a life, regret the circum- 
stances surrounding its untimely 
end, and extend our heartfelt 
pathy to all those who knew 
loved Mr. Robertson best, and be it, 
further, 

■'. That a copy of this re- 
solution be sent to the Silent H 
and the Draf Mines' Jot 
publication, and one b 
our records. 

Mill's Swi 

s. Pouter, 

a Ml'M»HV, 



Gallaudet College 



Mention should have been made a 
week ago of Gallaudet Day. It was 
observed at College with fitting 
ceremonies. Recitations were ar- 
ranged so as to have chapel services 
at 11 o'clock instead of at 9, the 
usual hour. The program given 
consisted of three numbers, all of 
which have received high praise from 
those present. Miss Price sang 
with deep feeling that inimitable 
eulogy, "Rev. Thomas Hopkins Gal- 
laudet.'' Miss Broockmann in- 
terpreted orally. With dignified 
and lucid signs. Mr. Braunagel 
gave a condensed biography of the 
father of education of the deaf in 
America. Mr. Rose closed the pro- 
gram with a touching rendition of 
"To Jesus," a poem born in the 
heart of the great benefactor him- 
self. The faculty and students then 
marched out and formed into two 
rows, reaching from the Chapel Hall 
to the Gallaudet statue on the 
campus in front. Down the lane 
Miss Newman and Mr. Burnes, 
head seniors, carried a wreath, which 
they placed on the pedestal of the 
statue. Thus did the people at Gal- 
laudet College pay simple tribute to 
the memory of the noble man wh. 
name is a household word among the 
deaf of America. 

Through a misplacement some- 
where, an invitation to tea with the 
Senior women came into the hands 
of the Junior men, instead of the 
Junior women. The men of '27, 
know a good thing when they see it, 
so they jumped at the chance to 
have a snack with the Senior las- 
sies. If they succeeded in setting a 
precedent, they killed two chickens 
with one stone. Well, Monday 
afternoon, December 14th, at 4 p.m., 
the youg men trotted over to Fowl- 
er Hall, where they tasted rare 
pastiies of French cuisine and let 
trickle down their throats aromatic 
liquids teeped from costly Java. 
The tea party took place in the 
Faculty living room, which was 
decorated with pictures, seat -covers 
and curtains — products of the needle 
scraft of Misses Marion, Newman, 
Curry and Gourley, the hostesses. 
Misses Peet, Coleman, Nelson, 
Thompson, Mrs. Hall and Dr. Kly, 
also attended. As the room isqu 
small, quite a collection of the 
College Hall tea hounds had to 
"talk on their feet." The Senior 
women showed great hospitality and 
made the party an enjoyable affair. 

A number of students are taking 
special nose, throat and ear treat- 
ments, under Dr. J. J. Richardson. 
This experienced specialist tried to 
support from Foundations to 
help him in research work on dis- 
s of the ears and treatment of 
deafness. Failing to get financial 
backing, he decided to make in- 
vestigations privately. He is work- 
ing to determine if there I 
thing to his theory that mild x-r., 
trained on the cars and throats will 
stimulate the cells to greater action, 
make the tissues healthy and waken 
the organs of the ear. 

The 18th ushered in the examm 
tions of the First Term of study. 
Those who slid along in recitations 
without a care in the world are now- 
wallowing in numbers, theorems, 
syntaxes and equations. Our sur 
roundings have also become the land 
of the midnight sun (lamp). 

Being a professor has its trouhh 
too. One of them, on supervision 
during study hours, innocently 
off a trap set for a student. Said trap 
consisted of a bucketful of water 
suspended above a door on third 
floor. The instructor will vouch 
for the fact that it went oft" admiral 
well. We arc now ready to give 
fellow students a soaking, for pre- 
limiv t fulfilled e\ cc- 

tation. 

On Saturday evening, December 
19th, C.allaudet opened her basket- 
ball season by playing the Arnold 
College quint of New Haven, Con- 
necticut. The visitors show 
pointed form. Their captain di 
ed the prettiest floorwork s. 
since the days of William Rid- 
amc was the fifth for 
the visitors, and their better con- 
dition undoubtedly formed a big 
ir in the victory. Our m< 
aed by Jack Haas, fought dog- 
ill the way. With some 
more polishing in teamwork, our 
quint should become a dangerous 
scoring combination. Reneau slip- 
ped around. where and fre- 
quently rolled in a difficult shot 

rson, P. C . it was evident, has 
the earmark! ater. Lit 

up: Bvouk 

, Wallace, R.G., Mil- 
ler, L.G. Substitutions— McCall 
Scarvie, Reneau for Byouk for 
Peterson. Score— Gallaudet, 33 ; 

Normal, 



ST. 



ANNS OURlH FOR THE 
Sll West 148th Street 
Now York City 



DEAF 



The difi ctween a fat man 

and a lean man is expressed in 

pounds. The different betw 

fat woman and a lean one ■ 
ed in scorn. 



Rtv. John H. Kent, MA. Vicar. 
Rev. tlviiBERT C. Braddock, Curate. 

Holy Communion, first Sunday of th« 

month. 

10.30 a.m. and 3 p.m. 
Services everv Sunday, 10:30 a.m. and 

id Sunday, 8 P.M. 

headings. A cordial welcome to all. 
Ofti ear. 

The 
iv except Monday and Saturday, 

I M. to 11 JO A.M. 

Tues. csday, and Thunday, 

8 to 10 p.m. 



3ob to tbe TOotlo 

tl ■ world! the Lord is come; 
bar King; 
very heart pr i rwm, 

jven and nature sing. 

world ! the Saviour reigi 
ngs empl'. 
1 floods, rocks, nil 

Re; ounding r 

Henii id with truth and g 



Cash Prizes 
for Costumes 



Dancing 



ST. LOUIS. 



-AT- 



BAL MASQUE 

D BY 

Beth Israel Association 
of the Deaf 



AT 

Y. M. and Y. W. H. ASSOCIATION 

Broad and Pine Streets 
PHILADELPHIA 



■re out ann< 
*ge • [da P 



ig the 



Ir. Morris Seltzer, of 
this city. The ceremony took place 
in Chicago on the 27th last. The 
happy pair will reside in St. Louis, 
where the new groom has a steady 

n the Luther- 
an Hospital for a short time recently, 
has entirely reo 

Wm. Schaub, who a year ago was 
1 truck and seriously in- 
jured, has had a settlement with the 
pany at a price I 
rim, but that ten- 

e him to give an encore per- 

Mr. and Mrs. Steidmann with Mrs. 
Otis Voder, of Angola, Ind., took a 
to Jacksonville on the 6th, 
and were shown around the 
their fr. \-. and Mrs. Molohcm, 

Miss Kearney and Mr. Hums. The 
run aide without accident, in 

I and unfinished roar 

Voder left for her home in 

liana after a week stay with her 

Louis friends. While here, the 

chre Club met at the Steidemann's 

:ie and the usual good time was 

rrarid An 
rden and Froning, 
'lemann getting the 
tor's prize. Refreshments 
-d at th< 

Cloud was up to Chica. 

' ntly, and saw a few 
of his many fi while there, 

• that he 
from his stay in 

vard Weber, of Columbus, 
whf. • the Coll 

of I ;>hy at I Jl]., 



in a frii r. Some 

while 

tlv ant time was had. 

ub he). 

' turned out 
Bt. The 
than 
ibt to the nearnt 

g them being 
n<\ Lobi 

111.. 



Saturday, January 2, 1926 

8 to 1 

Music by University of Pennsylvania Collegians 

ADMISSION, ONE DOLLAR 

(Including Wardrobe) 

WHIST PARTY 

GIVEN BV 

MENS CLUB OF ST. ANN'S CHURCH 

AT TUK 

PARISH HOUSE 

511 West 148th Street 
NEW YORK CITY 

Saturday, January 16,1926 

AT 8:30 I'.m. 



Prizes. Refreshments on Sale 



ADMI88ION, 35 CENT8 



The 
NEW ENGLAND MUTUAL LIFE INSUR- 
ANCE COMPANY 

Provides for your family and 

for yourself with policy < 

tracts not excelled in all the 
world. , 

rimination against deaf- 
mutes. No charge for medical 
examination. 

Can You Ask More f 

When you think of Savings, go 
a Hank. When you think 
Life Insurance plus savings, 

write or see — 

MARCUS L. KKXM 

Eastern Special Agent 
ZOO West 111th Street, New York. 



CHARITY BALL 

auspices of the 

Hebrew Association of the Deaf 

to be held at 

HUNT'S POINT PALACE 

Cor. So. Boulevard and 163D S 
BRONX, NY. 

Saturday Evening, January 30, 1926 

MUSIC BY THE MIAMl' ORCHESTRA 
SUBSCRIPTION, ONE DOLLAR 

COMMITTEE 
H. PLAPINGRR, Chairman S. LOWKNHKRZ, Vice-Cliairman 

M. KRBMEN, Treasurer G. HERMAN, Secretary 

J SEANDEL I). l-oI.INSKY 

B. MINT/. LESTER COHEN Mks M. KRHMEN 

MI83R. LOBEL Miss l : . GOLDWASSBB 

Directions— Take either Seventh or Lexington A Bronx Subway 

lo Simj>son Street Station mid walk two block a ea,t to Hall Or 
Pel ham Bay Subway to Hunt's Point Station, and walk one block to 
Hall. 

COMMITTEE RESERVES ALL RIGHTS 






FORTIETH YEAR 






1886 







1926 






BASKET BALL and DANCE 

Inter-City Championship 
FANWOOD A. A. vs. LEXINGTON A. A. 



Champion* 1924 and 1925 



Champion* 1923 



-AUSPICKS- 



Deaf-Mutes' Union League 



$100 



In Cash Prizes for Masquerade Costumes 
Silver Cup and 1st Cash Prize to the King 
Silver Cup and 1st Cash Prize to the 



$100 



SEVENTEENTH ANNUAL 

Masquerade and Fancy Dress Ball 

under the auspio 

BROOKLYN DIVISION, No. 23 

National Fraternal Society of the Deaf 



[ INCORPORATED ] 
-AT Till', 



22d REGIMENT ARMORY 

Broadway and 168th Street 
NEW YORK CITY 

Saturday Evening, February 20, 1926 

at 8:15 o'clock 
MUSIC BY 22d N. Y. ENGINEERS BAND 

Tickets, - ~ ~ $1.00 



TWELFTH ANNUAL 

MASQUERADE BALL 



Christmas Festival 
and Games 

Under toe A the 

Lutheran Guild for the Deaf 

win be bald 

ST. LUKES LUTHERAN PARISH HOUSE 

316 Wed 46th St. near 8th Ave., 
New York City 



On Saturday Evening, Drri-mbcr 26th, 1925 



I after Christm 

Admission . . . 35 cent* 

I excluding Refreshmei 



John \v. Nesgood, Chairman 
Coi 

Mrs. c i ii, and 

K. Merit 1-1, MeaWl. A. Downs, II. Botffi 

straad, C. Pinter and C. I 



UNDER AUSPICES OF 



Newark Division, No. 42, N. F. S. D. 



AT THE 



Charles J. Sanford 

.bcr No. 23, N I S D 

MAMt/'rACTUKFJC Of TlHt 

PLATINUM AND GOLD 
MOUNTING- 
DIAMOND JEWELRY 



New K. of C. Auditorium 

Prospect Park West and Union Street, Brooklyn 
Opposite Main Entrance to Iv <rk 

Full DirectinnH on all Tickets 

Kntire front row of balcoti Only 100 

erve yours early, Write Commi Hull 

Street, .Brooklyn, N. Y, 

Saturday Evening, February 6, 1926 

ADMISSION, - ONE DOLLAR 

Paul J. I Chairman 

Wilbur Bowers, Vice-Chairman John Sti<;i iahotti. Secretary 

Peter Ri Treasurer 

Alex L. Pach /ami* Friedwald ('all 

Harkv P. Kane Soi 

John 1- O'Bs EDWARD Baum u'.NTHAI. 

)'»!•■ !> Jr.nr. 

A i *TY 

Pali John M 



AT 



EAGLES' HALL 

28 HAST PARK STREET 

Newark, N. J. 

Afternoon and Evening, February 22, 1926 



SAMUEL FRANKENHEIM 

Investment Bond* 

18 West 107th Street 
New York City 

Correspondent of 

l,kh, ilk.cinson & comtany 

I)i:ar Sir or Madame: — 

May I trouble yon to send me a list 
of your bonds and stocks? 

This information given to me will 
lie to your advantage and help in I he 

strictest confidence. 

It is my desire to keep track of your 
present holdings, whether or not pur- 
ed through me, so that I can be 
in a position to advise you in the fu- 
ture, re^ardinK your securities, with 
a view to the potsibk improvement 
of your account. 

Yours respectfully, 

Samuki. Krankkniikim. 



A. L. THOMAS, CI 



i.'iu man . 



Pull particulars later. 



KEEP THIS DATE IN MIND! 



32d ANNUAL DANCE 




Many Reasons Why You Should Be a 
Frat 



BROOKLYN DIVISION, No. 23, N. F. 
S. L>., neeti in BroWyo, N. Y., on the 

first Saturday on eueli month. We of- 
fer exceptional provisions in the way of 
Life Insurance and Sick Benefits and 

lal social advari 
cd write: John Stji-.i lAiiorrr, Secre- 
tary, 182—01 Jamaica Avenue, Jamai- 
ca, L, I. 



under 



We carry a full line of ladies and 






rwins, 

they 
well kn 

heir friends for a ha 

William Cratin was hit I 

5th, 






arn 



American 



New Jersey Deaf-Mutes' Society, Inc. 



AT 












while riding in his 
Thanks- 
rear. 



was 

in tl tion 



tinum and Gold 

tory J'rices 

.'.TV 



12 John Street 
NEW YORK 

and 1083 



JERSEY CITY HV. No. 91, 

I). 

GRAND BALL 
Saturday, February 27, 1926 



SCHARY MANOR 

tj4 CUNTON AVE. EWARK, N, J. 
ON 

Saturday, April 10th, 1926 

WATCH FOR J-rrj, PART 

An 
1 n 

DELIGHTFUL CONTESTS FOR PRIZES 

FIRST ANNUAL 

Twin Costume and Dance 

HOUSTON ATHLETIC CI. U Ii 



Everybody is helped — 

everybody should help! 

TUBERCULOSIS ; fl ,|,; s (( , ljmry ;,. ., , hlrtt 
Mist your health ;in<l tli.it of your family. 
Th. man- than a million easel in this 

country today. 

I lie germs from a. sin | tuberculosis 

infect whole families. No one it iinmuiie. 

I lie only sure escape is to stamp out the dread 
disease entirety. It can b< d out The 

inired work of the tul. 
already cut the tuben ath rate in h;,|f. 

This work is financed by the sale <.l Chrittn 
Seals. 

Everybody ii helped by this great work- and 
rybody should help in it I member 

of your family sump all Christn 

''"' ' ■ •"" l i"" ■'•■ with these able lad.- 

VVi " • I vervlMxIy^veryuli. 

buy( 'hnsini.e,Sr.,ls- and buy at iii.uiyas you can. 

I AH, AM, l.o, A t Tl I1IK..I.OS1S 
ATES 



Manhattan Division, No. 87 
NATIONAL FRATERNAL SOCIETY 

Union in Wet l.'Sth Street, 

New \<nk City, first Monday of each 
month For in formation, write the 
try, M;i* M. Lubin, 22 Post Ave- 
nue, Inwood, New York. 



Bronx Division, No. 92 

Meets hi Hronx Castle Mall, 140th 
Street and Waltson Avenue, Bronx, N. 
Y. On the in. i Friday ol each month. 
write to Edward r BonviUain, Secre- 
tary, 4l.< 1 Bronx. N. Y. 



Deaf-Mutes' Union League, Inc., 

b Si , New Vera ' - it\ 




Club Rooms open the year round, 

Regular meeting! on Se .1 1 

h in. mill, ,il i ! . r m. \ 

ol over twent) 

Ome, Max Miller, I'm i 

ph Mortil 

We. I 12501 Street, New \ 



awsai Out Tuhmuidiii 

■tvilk ihn 
Uiriunuu ijtal 



RELK.IOl 



K Till. 1»EAF 

■fat Churrh Cathedral, Thirteenth and 
Streets, St. Louis, Mo. 

Judm H. Cloud, M.A., D.D. 

idemann, Lay Reader. 

uoday School 

AM. 

senrket at 10:45 a.m. 

d, first Wednesdays, 2:00 



Baptist Evangelist to the Deaf, 
answer all calls. 

J. W. Michaels, 
704 Park S' 

Fort Worth, Texas. 



Will 



PITTSB1K(,H RKFOKMRI) PRF-SBYTERTIAN 

anmca. 



Etaa 



7 30 r.u. 
■■■, tM> r.u. 

rial services, lectures, socials and 
annual program 

d and urged to 



Mr Daw R«JU 

Welcome. 



Avenue and 



for the Deaf. 



Wednesday even- 

l-.U. 



MAENNERCHOR HALL 

Third 

Saturday Evening, Mrjrch 27, J 926 

ADMISSION, (incfndh 55 CENTS 

: — M U S I C 

:n,r„ Chairman. 



Reach ii 

to ,'. 



FIFTH 



ANNUAL 



GAMES 



PAS A-PAS CLUB, Chicago 

Stkket, 

CHICA. 
OU( Ol town \ v.. j| 

ii Mnie Premier (iul>. 

FinU Satin. 
ut. 

Cillnrt O Erickson, Soi 

Uto Fourth Saturdays 

in i , i 1 1. 



I'.nli 1 1 

and Third Saturdays 

A. I. he , ,,ii common ,| n,e 

C|ub. i Thursdaj 

days and Sundays. 



The Brooklyn Guild of Deaf-Mutes 

delpbl 

St i 
M e 



Fanwood Athletic Association 



'.i l in.; 



NEW YORK INSTITUTION FOR THE DEAF 



AT THE 



INSTITUTION CiROUNMS 

Monday Afternoon, May 31, 1926 

From 1:30 to 6 I'.M. 
ADMISSION TO GROUNDS, 26 CENTS 



Mai. h tare 

nil. I 
R< v. ID . Til... ! ,„,|, .(' 

thdaj \ini 

Ihiittn.ni 
Beach, 



DETAILS IN JANUARY 



LOS am.i i is. Cat. 



, very 
Sunday afternoon ut three o'eia 

■I bj PrOi I. A. Ken 

Church, Elope and Ninth 

ill' Die in. line lo 
north 

i dsnon 

il mute* ■ 

* 



